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I Collection of intelligence 
CORONA 
Several significant meetings concerning Project 


CORONA were held curing the month and are Summarized 
as foliows: 


ba] 


ce 2 NRO visited CIA's CORONA facility 
at Palo Alto, Calif. 


7 June - OSP revresentatives met with personnel from 

STEK and LMSC at Palo Alto to develop a test plan for 

using the Delté camera to investigate feasibility for 

poeeies cclor, inzra-red ana ultra-speed black and 
snite film in CORONA systen. 


14 dune - Performance Evaluation Team met at NP IC to 
~eview results of CORONA mission 1033. This mission 

2S designed to maximize coverage of Sino-Soviet 

“issile bases. Although generally degraded by atmospher- 
“2 conditions. The potential on this mission was 
typically high. 


75 June - Delta test aie Geveloped on 7 June at 

210 ito was reviewed by representatives from OSP, 
CSA, NPIC. LMSC, ITEX. and EK. Next step is to review 
“1th AF Aerial Recon Lab personnel at W~PAFB to 
sreclude unnecessary duplication of effort. j- 
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16 June + Tice <1, qm eas aes and 


Gs << COMOR were srierfeda on the calibration 
problems of the Pan Geometry system. OSP position is 


to continue effort to in eee P.G. system because of the 
value to tre J-3 program. Pursuing the P.G. program 
will have no deleterious Be ract on the intelligence 
mission for CORONA. 


2i gune - CORONA Mission i034 is successfuliiy launched 


into a near nominal contract. Negotiationswere conducted 


with LMSC for ievél of effort for Gperations and 
Analysis (024) Payload Integration (P/I) and for 
Payloads J-40 through J-50. The O&A and P/I work was 
settied at and the J-40 through J-50 costs at 










ule recovered from mission i034. 
ijiied. Second capsule scheduled for 
recovery on 1 Juiy. Pressure make-up unit, designed 
as a CORONA discharge Suppression device developed a 
2k early in mission and was exhausted by Rev. 37. 
tad the CIA not stood firm in its insistence that 
CORONA suppresSion be accompiished passively by care- 
ful dielectric matching within the system two-thirds 
of this mission could have been lost. As it was, the 
as be suffered no cegradation to the operational 
z~ogram due to the loss of the PAU. 
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***NOTICE OF REMOVED PAGES*** 


Pages 3 through 12 are not provided because 
their full text does not contain CORONA, ARGON, 
LANYARD programmatic information. 


